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To all ivfaom it may concern: 

Be it known that I, Francis H. Richards, a 
citizen of the United States, residing at Hart- 
ford, in the county of Hartford and State of 
5 Connecticut, have invented certain new and 
useful Improvements in Weighing-Machines, 
of which the following is a specification. 

This invention relates to weighing - ma- 
chines, certain of the improvements being 

io particularly adapted for application to ma- 
chines of the kind disclosed by Letters Pat- 
ent No. 572,067, granted to me November 24, 
1896. 

One of the objects is to furnish, in conjunc- 

15 tion with weighing mechanism embodying a 
plurality of load-receivers one of which is 
preferably valveless and is adapted to deliver 
a stream to the other and means for supply- 
ing an overload to the respective receivers, 

20 part of which is directed to the valveless re- 
ceiver, a receptacle normally located at one 
side of the stream flowing from the valveless 
receiver, and means for moving said recepta- 
cle into the path of said stream, whereby it 

25 is adapted to receive the surplus removed 
from the weighing mechanism. The surplus- 
receiving receptacle just mentioned is pref- 
erably mounted for oscillation about two dif- 
ferent axes, it being adapted when swung 

30 into the path of the stream to catch the same 
and being subsequently swung out of the 
path, and at a succeeding period said recep- 
tacle is tilted to discharge its contents into 
the empty load-receiver, this last-mentioned 

35 operation taking place when the load-receiver 
has risen to receive a new charge. 

Another object of the invention is to pro- 
vide a load-receiver having a discharge-out- 
let furnished with a bar or bars across said 

40 outlet and a closer consisting of a plurality 
of bars movably mounted and adapted when 
shut to cover the spaces between the bar or 
bars first mentioned, whereby said closer can 
be maintained in its shut position by a very 

45 small amount of power. 

In the drawings accompanying and forming 
part of this specification, Figure 1 is a rear 
elevation of my improved weighing-machine. 
Figs. 2, 3, 4, and 5 are side elevations of the 

50 machine as seen from the left in Fig. 1, show- 
ing the positions occupied by the several parts 
during the making and discharge of a load. 


Fig. 6 is a longitudinal central section of the 
machine. Fig. 7 is a transverse central sec- 
tion of the lower part of the load-receiver and 55 
the closer. Fig. 8 is a plan view of the same, 
and Fig. 9 is a plan view of the closer. 

Similar characters designate like parts in 
all the figures of the drawings. 

The framework upon which the several 60 
parts of the machine are sustained may be of 
any suitable character. It is represented con- 
sisting of the chambered base or bed 2, the 
side frames or columns 3 and 4 rising there- 
from, and the brackets 5 and 6, which extend 65 
oppositely from the supply-hopper H, the lat- 
ter, in connection with a suitable valve, serv- 
ing as a convenient means for delivering to 
the load - receiver or load - receivers of the 
weighing mechanism an overload or excess of 70 
material. 

The weighing mechanism may be of any 
suitable type. In the form represented it con- 
sists of a series of beams, as B and B', and a 
plurality of receivers, as G and G', and when 75 
the load-receiver is hereinafter mentioned it 
is to be understood that the main load -re- 
ceiver G is meant, as the load is made up in 
the same. 

The beams B and B' are of the kind dis- 80 
closed by the Letters Patent hereinbefore re- 
ferred to, they being mounted on the frame- 
work in the ordinary manner, and the load- 
receiver G being suspended from the poising 
ends of the beams, one of said beams being 85 
mounted above the other, whereby the load- 
receiver will be steadied as it reciprocates. 
Each of the beams consists of a pair of longi- 
tudinal arms joined at one end by a counter- 
weight. The arms of the beam B are desig- 90 
nated by 7 and 7', and the arms of the beam 
B' are designated by 8 and 8', respectively, 
the counterweights being denoted by W and 
W, respectively. The two weights are con- 
nected by the links 9, pivoted to said parts, 95 
whereby the simultaneous movement of said 
members is assured as the weighing mechan- 
ism reciprocates. 

The load-receiver has in its lower end a dis- 
charge-outlet, such as 10, across which ex- 100 
tend a series of bars, as 12, preferably angu- 
lar in cross-section, as shown in Fig. 7, the 
apexes of the several bars being uppermost, 
so as to offer the least resistance to the mate- 
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rial wlieii it is released from the load-receiver 
by the opening of the closer, as will herein- 
after appear, said cross-bars being suitably 
secured to the load-receiver in the V-shaped 
5 recesses 13. 
' The closer, which is designated by L, is 
preferably mounted for oscillation, it consist- 
ing of a plurality of bars 14, adapted to cover 
the spaces between the fixed or stationary 

eo bars 12 on the load-receiver and extending 
from the rock -shaft 15. The shaft 15 has at 
its opposite ends suitable journal-openings 
adapted to receive the pivots or journals 16, 
carried by the bracket 17, suitably secured 

iS to the opposite sides of the load-receiver and 
obliquely depending therefrom, as shown in 
the several side elevations. 

The bars 14 are channeled, as shown in Fig. 
7, so that a comparatively large area is pro- 

20 vided below the apexes of the several bars 
12 to permit the material in the load-receiver 
substantially to arch over said spaces and to 
remove, as far as possible, all pressure on the 
several closer-bars 14, the mass being sus- 

25 tained to a considerable extent by the fixed 
bars 12. 

Any suitable means may be provided for 
shutting the closer L, the shaft 15 being fur- 
nished with the radial arm 16', carrying a 

30 weight 17', which constitutes a convenient 
medium for this purpose. On the opening of 
the closer and after all the material has been 
discharged from the load-receiver the weight 
17' is adapted to shut the same, in which po- 

35 sition said closer can be held by a suitable 
detent, as the latch L'. The latch L' is of ordi- 
nary construction, being counterweighted 
and pivoted to the load-receiver near the up- 
per side thereof and adapted to engage a suit- 

40 able device, as the rocker 18, connected with 
the closer. The rocker 18 is affixed to the 
shaft 19, suitably supported on the upper 
rear side of the load-receiver and having the 
arm 20, to which is pivoted the connecting- 

45 rod 21, similarly attached at its lower end to 
the outermost bar 14 of the series. The op- 
posite end of the shaft 19 is furnished with a 
crank 20', to which is pivoted the connecting- 
rod 21', likewise connected with the closer. 

50 On the tripping of the latch L' by suitable 
means the closer L will be forced open by the 
discharging material from the load-receiver, 
and for the purpose of retarding the return 
movement thereof until the load-receiver is 

55 entirely emptied a suitable regulator, as 25, 
may be employed, the latter consisting of a 
straight plate having projecting trunnions, as 
26, journaled in the depending brackets 27, 
secured to the forward ends of the outermost 

60 bars 14 of the closer. 

During the normal operation of the ma- 
chine, as shown in Fig. 2, the regulator-plate 
25 will be disposed substantially in a vertical 
position, but on the opening of the closer 

65 means will be called into action for shifting- 
said regulator-plate, whereby it is presented 
substantially in a horizontal position to the 


outflowing material, such material being de- 
signed to act against the regulator to hold the 
closer open. For thus shifting the regulator 70 
it will be connected with a suitable resistance 
member, such as the load-receiver G. The 
trunnions 26 have secured thereto the crank- 
arms 28, to the outer ends of which are piv- 
oted the links 29, also pivoted to the opposite 75 
sides of the load-receiver G; and it will be evi- 
dent that when the closer L is opened the regu- 
lator, by reason of its connection with the 
load-receiver in the manner described, will be 
swung to a horizontal position, as shown in 80 
Fig. 5, whereby the material can act against 
the regulator to hold the closer open. When 
the closer shuts, the regulator will be returned 
to a vertical position to permit the material 
to pass therefrom. 85 

As hereinbefore stated, means will be fur- 
nished for supplying the load-carrying means, 
which preferably includes a plurality of re- 
ceivers, with an overload or quantity of ma- 
terial in excess or beyond that determined 90 
upon for a true charge and for also effecting 
the removal of the surplus. As also stated, 
the hopper H, in connection with a suitable 
valve, as V, constitutes a convenient means 
for thus overloading the two receivers G and 95 
G', the latter being obliquely disposed rela- 
tively to the main receiver G. The auxiliary 
receiver G' is suitably secured to the main 
load-receiver G and has its receiving end lo- 
cated below the hopper II, as shown in Fig. 6, 100 
whereby it is adapted to receive a portion of 
the supply-stream flowing from the hopper II 
and is adapted also to deliver a stream into 
the chamber 30 of the main load-receiver G, 
the major part of the supply-stream being de- 105 
livered to the main chamber 31 of the load- 
receiver G. The valve V is of the "oscilla- 
tory" type, its end arms 32 and 33 depending 
from the two-part valve-shaft 34, pivotally 
carried by the brackets 5 and 6, respectively, no 
in the well-known manner. 

The two sections of the valve-shaft 34 are 
provided with weights 35 and 36, secured to 
the outer ends of arms 35' and 36', respec- 
tively, thereon, the weights being adapted 115 
normally to swing the valve V under the out- 
let of the hopper to arrest the passage of ma- 
terial therefrom, it being understood that the 
supply is stopped when the receivers G and 
G' are overloaded. The closure of the valve 120 
V will be controlled by the weighing mechan- 
ism, the actuator or shifting-lever 37 being 
shown for this purpose, said lever being piv- 
oted near the inner end of the beam-arm 8 
and its weight W" being furnished with the 125 
pin 38, resting on the adjacent weight W, 
whereby the opposite end of the lever consti- 
tutes in effect a fixed extension of the beam- 
arm 8. 

The arm 35' has pivoted thereto the rod 39, 130 
the lower end of which bears against the pro- 
jection or roll 40 on the inner end of the le- 
ver 37, whereby as the weighing mechanism 
descends the lever 37 will move in a corre- 
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sponding direction, and the rod 39 being in 
contact therewith said lever will prevent' the 
valve Y from being closed too quickly by the 
weights 35 and 36. On the return movement 
5 of the lever 37 it is adapted, through the rod 
39, for swinging the valve V open. 

The greater part of the overload is supplied 
to the receiver G, the remainder being deliv- 
ered to the auxiliary receiver G', from which 

io the surplus is withdrawn, the discharge-out- 
let 41 of the auxiliary receiver G' being com- 
paratively small or of reduced size, whereby 
said receiver G' is caused to retain a suffi- 
cient quantity of material to permit the re- 

15 moval of the surplus, this operation being ef- 
fected by gravity on the flowing of the mate- 
rial down the inclined wall or side 42 of said 
receiver, the stream from the latter normally 
descending into the chamber 30 of the main 

20 receiver G, as shown in Fig. 6. 

A suitable device will be provided for catch- 
ing the surplus gravitating from the valveless 
receiver G', said device being normally lo- 
cated at one side of the path of the falling 

25 stream from the receiver G', but being shifted 
into position at a predetermined time to in- 
tercept such stream. Said device, which may 
be of any suitable construction, is shown in 
the form of a receptacle or pan R, supported 

30 for movement about two independent axes. 

The receptacle or pan R is preferably first 

swung to a horizontal position and then moved 

toward the path of the stream running from 

the valveless receiver G' to the receiver G, 

35 whereby it can catch the material gravitating 
from said valveless receiver until sufficient 
has been withdrawn to reduce the amount in 
the two receivers to the requisite quantity, 
and any suitable means may be provided for 

40 successively operating said receptacle. The 
receptacle R is supported by a carrier or frame 
consisting of the two levers 50 and 51, said 
levers being pivoted to the branches 52 and 
53 of the yoke-shaped bracket 54, suitably se- 

45 cured to the rear wall of the hopper H. For 
bringing the receptacle R to a horizontal po- 
sition it preferably has a device secured there- 
to, as will hereinafter appear. 
The valve-shaft 34 has a crank-arm 55, to 

50 which is pivoted the link 56, connected by a 
slide-joint at its lower end with the recepta- 
cle R, whereby the valve and receptacle can 
each have a certain amount of movement 
without affecting the other. 

55 The lower end of the link 56 is furnished 
with a loop 57, embracing the lateral projec- 
tion 58 on the valve. At the commencement 
of operation, as shown in Fig. 2, the lower 
end of the loop 57 will be in contact with the 

60 projection 58. As the valve V closes the 
link 56 will be thrust downward, so that by 
reason of the connection of said link with the 
receptacle the latter can be swung to a hori- 
zontal position by the action of suitable 

65 means, such as the longitudinal weight 56', 
secured to the tipper rearward side of the 
receptacle, this operation being completed 


when the valve V is closed or until the stud 
50' abuts against the stop 50" on the lower 
arm of the lever 50. At a point slightly be- 70 
yond this stage of the operation said recepta- 
cle will be swung forward or toward the path 
of the stream from the auxiliary receiver G', 
it being preferably connected with the weigh- 
ing mechanism for this purpose. The carry- 75 
ing member or lever 50 of the receptacle R is 
provided with a rearwardly-extending arm 
60, having a projection or stud 61, embraced 
by the loop 62 of the link 63, pivoted at its 
lower end to the arm 7 of the beam B, the 80 
lower end of said loop being against the pro- 
jection at the commencement of operation. 

As the beam B descends the link 63 will be 
drawn downward and the upper end of the 
loop carried against the projection at about 85 
the time the load -receivers have received the 
requisite load. On the continuation of such 
movement the link 63 is adapted to swing 
the two levers 50 and 51, and consequently 
the receptacle R, into the path of the stream 90 
from the receiver G' to catch the material. 

A detent will be provided for holding the 
receptacle R in its shifted position. (Indi- 
cated in Fig. 4. ) The detent shown for this 
purpose consists of the counterweigh ted latch 95 
64, pivoted to the extension 65 of the bracket 
54, the working arm of said latch being 
hooked, as at 66. Said hook is designed to 
engage the arm 60 of the lever 50 when the 
latter and the receptacle R are in their re- 100 
spective shifted positions, as represented in 
Fig. 4. ■ 

Means preferably operative with the weigh- 
ing mechanism will be employed for releasing 
the receptacle R when the entire surplus has 105 
been withdrawn, whereby said receptacle can 
be swung out of the path of the stream from 
the receiver G', a tripper, as T, carried by 
the extended arm 8 of the beam B', being pro- 
vided for this purpose. The tripper is of the no 
"by-pass" type and is pivoted at the end of 
said arm. 

On the downstroke of the weighing mech- 
anism the tripper T will engage the cooper- 
ating latch 64 without affecting the same. 115 
On the ascent of the beam and when the true 
load is in the respective receivers G and G' 
the tripper T by engaging the projection 67 
of the latch 64 will trip the latter and disen- 
gage the hook 66 from the arm 60, thereby re- 120 
leasing the receptacle R, whereby it can be 
swung out of the path of the stream from the 
receiver G' by the weights 68 and 69, secured 
to the levers 50 and 51, respectively. The 
weighted arms of the two levers 50 and 51 nor- 125 
mally rest on suitable stops, as 51', secured 
to the bracket 54. 

The closer-holding latch can be tripped in 
some suitable manner, as by the by-pass trip- 
per T', carried by the side frame 3, said trip- 130 
per being adapted to release the closer on the 
upstroke of the load-receiver G in the well- 
known manner. 

The valve Vis furnished with a stop, as 70, 
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designed to cooperate with a stop connected 

with the closer, as the rocker 18, these parts 

being substantially similar in construction 

and mode of operation to the stops disclosed 

5 by the Letters Patent hereinbefore referred to. 

When the closer L is returned to its shut 

position by the falling of the counterweight 

17' and is latched shut, the actuator or coun- 

terweighted lever 37 will return to its normal 

io position and in so doing will force the valve 

V open, as represented in Figs. 5 and 3. As 
the valve V is opened, the link 56 will be 
raised until the lower end of the loop 57 abuts 
against the cooperating projection 58 of the 

15 receptacle R, whereby said receptacle will be 
tilted to discharge its contents into the empty 
load-receiver G. 

The operation of the hereinbefore-described 
machine, briefly set forth, is as follows: The 

20 parts are shown in their normal positions in 
Fig. 2, the closer L being held shut by the 
latch L', which is in engagement with the 
rocker 18, and the valve V being wide open 
a stream of large volume will enter the load- 

25 receivers G and G', and when a certain part 
of the charge has been received said receivers, 
with the several beams, will descend, where- 
by the free end of the lever 37 or the projec- 
tion or roll 40 thereon by falling away from 

30 the connecting-rod 39 will permit the* valve 

Y to be closed by the dropping of the coun- 
terweights 35 and 36, this operation being- 
completed when the two load-receivers have 
been overloaded,- the auxiliary receiver G' 

35 being filled, the outlet of said auxiliary re- 
ceiver being made comparatively small to 
prevent the stream from flowing too rapidly 
.therefrom. When the valve V shuts, the 
link 56 will be thrust downward, as shown 

40 in Fig. 3, thereby moving the lower end of 
the loop 57 away from the projection 58 on 
the receptacle R, so that the latter can be 
swung to its horizontal position by the counter- 
weight 56', as shown in Fig. 3. When the 

45 load-receiver and several beams have nearly 
reached the end of their descending move- 
ment, the upper end of the loop 62 will abut 
against the stud 61 on the arm 60 of the lever 
50, thereby swinging the two levers 50 and 

50 51 and the receptacle R forward and moving 
the latter under the outlet of the receiver G', 
as shown in Fig. 4, in which position said re- 
ceptacle is held by the gravity-latch 64, the 
hook 66 of which engages the lever-arm 60, 

55 as shown in said figure, whereby the recep- 
tacle is adapted to catch material emerging 
from the receiver G'. When the two receiv- 
ers are lightened by the removal of material 
from the receiver G', thej'-will rise, and when 

60 the surplus has been withdrawn the tripper 
T, which had previously passed below the 
projection 67 of the latch 64, will abut against 
the same and disengage the hook 66 of said 
latch from the arm 60, whereby the weights 

65 68 and 69 can swing the receptacle rearward 
and from beneath the outlet of the receiver 
G', as shown in Fig. 5. When the receiver 


G has reached the limit of its downstroke, 
the latch L' will have passed to a point below 
the tripper T"; but on the lightening of the 70 
weighing mechanism by the removal of the 
surplus aud when the latter has been entirely 
withdrawn the latch will strike the tripper 
and be disengaged from the rocker 18 to ef- 
fect the release of the closer L. When the 75 
closer is released, the mass in the load-re- 
ceiver is adapted to force the same open, and 
when the load is entirely emptied from the 
load-receiver and the closer is shut the parts 
will be returned to their initial positions to 80 
repeat the operation, and as the valve V 
opens it will, by reason of its connection with 
the receptacle R, tilt the same, as shown in 
Fig. 2, to discharge the contents of said re- 
ceptacle into the empty receiver G. 85 
Having described my invention, I claim— 

1. The combination, with weighing mech- 
anism comprehending a plurality of receivers 
one of which is valveless and is adapted to 
deliver a stream of material to the other; of 90 
means for supplying an overload to the re- 
ceivers, part of which is directed to the valve- 
less receiver; a receptacle normally located at 
one side of the stream flowing from said valve- 
less receiver; and means for moving said re- 95 
ceptacle into the path of said stream. 

2. The combination, with weighing mech- 
anism including a plurality of receivers one 
of which is valveless, the valveless receiver 
being adapted to deliver a stream of material 100 
to the other receiver; of means for supplying 

an overload to the receivers, part of which is 
directed to the valveless receiver; a recep- 
tacle normally located at one side of the 
stream flowing from the valveless receiver; 105 
and means for successively moving said re- 
ceptacle into and out of the path of said 
stream. 

3. The combination, with weighing mech- 
anism including a plurality of receivers one no 
of which is valveless, the valveless receiver 
being located to deliver a stream of material 

to the other receiver; of means for supplying 
an overload to the receivers, part of which is 
directed to the valveless receiver; an oseil- 115 
latory receptacle normally located at one side 
of the stream flowing from said valveless re- 
ceiver; and means for moving said receptacle 
into the path of the stream. 

4. The combination, with weighing mech- 120 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 
moval of the surplus; a surplus-receiving re- 
ceptacle oscillatory about two axes; and 
means for shifting said receptacle. 125 

5. The combination, with weighing mech- 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 
moval of the surplus ; a surplus-receiving pan 
movable about two axes; and means for shift- 130 
ing said pan. 

6. The combination, with weighing mech- 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 


600,036 


moval of the surplus; a surplus-receiving re- 
ceptacle oscillatory about two axes; and 
means secured to said receptacle for operat- 
ing the same. 
5 7. The combination, with weighing mech- 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 
moval of the surplus; a surplus -receiving re- 
ceptacle oscillatory about two axes; and 

io means for shifting said receptacle in position 
to receive the surplus. 

8. The combination, with weighing mech- 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 

15 moval of the surplus; a surplus-receiving re- 
ceptacle and movable about two axes; means 
for shifting said receptacle in position to re- 
ceive the surplus; and a. device for- holding 
said receptacle in its shifted position. 

20 9. The combination, with weighing mech- 
anism, of means for supplying an overload 
thereto and for subsequently effecting the re- 
moval of the surplus; a counter weigh ted sur- 
plus - receiving receptacle oscillatory about 

25 two axes; and means for shifting said recep- 
tacle in position to receive the surplus. 

10. The combination, with weighing mech- 
anism; of means including a valve, for sup- 
plying an overload thereto and for stibse- 

30 quently effecting the removal of the surplus; 
a surplus - receiving receptacle oscillatory 
about two axes; and a connection between 
the valve and the receptacle. 

11. The combination, with weighing mech- 
35 anism; of means including a valve, for sup- 
plying an overload thereto and for subse- 
quently effecting the removal of the surplus ; 
a surplus - receiving receptacle oscillatory 
about two axes and having a projection; and 

40 a link provided with a loop at one end em- 
bracing said projection, the other end of the 
link being connected with the valve. 

12. The combination, with weighing mech- 
anism comprehending a plurality of receivers 

45 one of which is valveless and is adapted to 
deliver a stream of material to the other; of 
means for supplying an overload to the re- 
ceivers, part of which is directed to the valve- 
less receiver; a receptacle normally located 

50 at one side of the stream flowing from said 
valveless receiver ; and means connected with 
the weighing mechanism for. moving the re- 
ceptacle into the path of said stream. 

13. The combination, with a plurality of re- 
5 5 ceivers one of which is valveless and is adapted 

to deliver a stream of material to the other, 
of beam mechanism for supporting the re- 
ceivers; means for supplying an overload to 
the latter, part of which is directed to the 

6c valveless receiver; a receptacle normally lo- 
cated at one side of the stream flowing from 
said valveless receiver; and means connected 
with the beam mechanism for moving said 
receptacle into the path of said stream. 

65 14. The combination, with weighing mech- 
anism embodying a plurality of receivers one 
of which is adapted to deliver a stream of 


material to the other during the weighing- 
operation, of means for supplying an over- 
load to said receivers; a receptacle normally 70 
located at one side of said stream; and means 
operative during the weighing of a load for 
moving the receptacle into position to catch 
the stream. 

15. The combination, with weighing inech- 75 
anism, of means including a valve for sup- 
plying an overload to the weighing mechan- 
ism ; means for effecting the removal of the 
surplus therefrom; and a surplus-receiving 
receptacle movable about two axes and con- 80 
nected, respectively, with the valve and the 
weighing mechanism. 

16. The combination, with weighing mech- 
anism, of means for supplying an overload to 
the weighing mechanism; means for effect- 85 
ing the removal of the surplus therefrom; an 
oscillatory surplus-receiving receptacle ; and 
an oscillatory carrier for said receptacle. 

17. The combination, with weighing mech- 
anism, of means for supplying an overload to 90 
the weighing mechanism ; means for effect- 
ing the removal of the surplus therefrom; a 
surplus-receiving receptacle; an oscillatory 
carrier for said receptacle; and means for 
shifting the carrier. 95 

18. The combination, with weighing mech- 
anism, of means for supplying an overload to 
the weighing mechanism ; means for effect- 
ing the removal of the surplus therefrom; a 
surplus -receiving receptacle; a movably- 100 
mounted carrier for the receptacle ; and means 
connected with the weighing mechanism for 
shifting the carrier to carry the receptacle 
into position to receive the surplus. 

19. The combination, with weighing mech- 105 
anism, of means for supplying an overload to 
the weighing mechanism; means for effect- 
ing the removal of the surplus therefrom ; a 
surplus-receivingreceptacle; a carrier for said 
receptacle; means for shifting the carrier; no 
and a detent located to hold the carrier in its 
shifted position. 

20. The combination, with weighing mech- 
anism, of means for supplying an overload to 
the weighing mechanism; means for effect- 115 
ing the removal of the surplus therefrom; a 
surplus-receiving receptacle ; a carrier for the 
receptacle; means for shifting the carrier; a 
latch, located to hold the carrier in its shifted 
position; and latch-tripping means operative 120 
with the weighing mechanism. 

21. The combination, with weighing mech- 
anism, of means for supplying an overload to 
the weighing mechanism ; means for effect- 
ing the removal of the surplus therefrom; a 125 
surplus-receiving receptacle ; a carrier for the 
receptacle; means for shifting the carrier; a 
latch carried by the framework for holding . 
the carrier in its shifted position ; and latch- 
tripping means operative with the weighing 130 
mechanism. 

22. The combination, with weighing mech- 
anism, of means for supplying an overload 
to the weighing mechanism; means for effect- 
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ing the removal of the surplus therefrom; 
a surplus - receiving receptacle; a counter- 
weighted carrier for said receptacle; and 
means for shifting said carrier. 
S 23. The combination, with weighing mech- 
anism, of means for supplying an overload 
to the weighing mechanism; means for sub- 
sequently effecting the removal of the sur- 
plus therefrom; a surplus-receiving recepta- 
10 cle; a carrier for said receptacle, having a 
projection; and a link connected with the 
weighing mechanism, having a loop at one 
end embracing a projection. 

24. The combination, with weighing mech- 
15 anism, of means for supplying an overload 

to the weighing mechanism; means for sub- 
sequently effecting the removal of the sur- 
plus therefrom ; a surplus-receiving recepta- 
cle; a carrier for said receptacle, having an 
20 arm; means connected with said arm for 
shifting the carrier; and a counterweigh ted 
latch mounted on the frame, for engaging- 
said arm. 

25. The combination, with weighing mech- 
25 anism, of means for supplying an overload 

to the weighing mechanism; means for sub- 
sequently effecting the removal of the sur- 
plus; a surplus-receiving receptacle; a plu- 
rality of levers for supporting the same; and 
30 means for shifting said levers. 

26. The combination, with weighing mech- 
anism, of means for supplying an overload 
to the weighing mechanism ; means for effect- 
ing the removal of the surplus; a carrier for 

35 the receptacle; means for shifting the carrier 
whereby the receptacle is carried into posi- 
tion to receive the surplus, and for imparting 


a return movement thereto; and instrumen- 
talities operative for discharging said recep- 
tacle. 40 

27. The combination, with a load-receiver 
having a discharge-outlet, of a series of in- 
verted-V-shaped bars fixed across said out- 
let; mechanism for supporting said load- 
receiver; a closer comprehending a shaft 45 
mounted on the load-receiver for oscillation; 
and a series of trough-shaped bars fixed to 
said shaft and adapted when the closer is 
shut to cover the spaces between the V- 
shaped bars. 50 

28. The combination, with weighing mech- 
anism including a load-receiver provided with 
a closer, of a closer-retarding regulator-plate 
carried below, and by, the closer and nor- 
mally transversely disposed thereto; and a 55 
connection between the regulator-plate and 
the load-receiver operable to shift said plate 
into the path of the material discharged from 
the load-receiver when the closer is opened. 

29. The combination, with weighing mech- 60 
anism includ ing a load-recei ver provided with 

a closer, of a closer-retarding regulator-plate 
carried by, and below, the closer and trans- 
versely disposed thereto and having a trun- 
nion; a crank-arm secured to said trunnion; 65 
and a link connected, respectively, with the 
crank-arm and the load-receiver, whereby on 
the opening of the closer said regulator-plate 
is shifted into the path of the material dis- 
charged from said load-receiver. 

FRANCIS IT. RICHARDS. 
Witnesses : 

F. K Chase, 

Andrew Ferguson. 


